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LONDON EOR COAST GUARD 

E.O. 11652: GDS 

TAGS: ETEL, MARR,NO 

SUBJECT: LORAN C: CLARINET PILGRIM 

REF: OSLO 2022 

1 . FOLLOWING MAY BE USED IN PREPARING REPLY TO 
NORWEGIAN NOTE QUOTED IN REETEL; 

A. ALL EXPENSES CONNECTED WITH THE INSTALLATION AND 
EUTURE OPERATION OE THE CLARINET PILGRIM EQUIPMENT AT 
LORAN-C STATIONS IN NORWAY WILL BE PAID BY THE UNITED 
STATES GOVERNMENT. 
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B. PRESENT us PLANNING DOES NOT INCLUDE THE DEVELOPMENT OE 
MULTICHANNEL CLARINET PILGRIM. THE SYSTEM CURRENTLY 
PLANNED EOR USE IN THE NORWEGIAN SEA CHAIN WOULD NOT 
INCLUDE A CHANNEL FOR USE BY NORWAY. HOWEVER, WITH THE 
INSTALLATION OE REPLACEMENT TRANSMITTERS, EXPECTED TO BE 
ACCOMPLISHED ABOUT 1980, IT WILL BE EEASIBLE TO INCORPORATE 
A CLARINET PILGRIM CHANNEL EOR USE BY NORWAY PROVIDED 
NORWAY INSTALLS A THIRD LORAN-C STATION WHICH COULD BE 

DOUBLE-RATED WITH THE STATIONS AT AND JAN MAYEN ISLAND. 
THE US GOVERNMENT WOULD BE WILLING TO COOPERATE WITH NOR- 
WAY IN PROVIDING THIS CAPABILITY. 

C. A TELETYPE COMMUNICATIONS CHANNEL EOR USE BY LORAN- 
C STATION PERSONNEL IS PLANNED EOR INSTALLATION IN LATE 
1978. THIS CHANNEL IS ENTIRELY INDEPENDENT OF CLARINET 
PILGRIM AND OPERATES AT SIX POINT THREE BITS PER SECOND. 

D. THE INSTALLATION OE CLARINET PILGRIM WILL NOT REQUIRE 
REVISION OE EXISTING PROVISIONS EOR NORWEGIAN/NATO CONTROL 
OE RADIO TRANSMISSIONS IN TIME OE WAR. PEACETIME 
REQUIREMENTS FOR NOTIFICATION OF USERS OF CLARINET PILGRIM 
IN THE EVENT OE TRANSMITTER SHUTDOWN WILL BE THE SAME 

AS THE REQUIREMENTS EOR NOTIFICATION OF NAVIGATION USERS. 
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